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Message Text 

CONFIDENTIAL 

PAGE 01 ACCRA 04559 061549Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO OCL-OO OCPE-OO FBOE-OO 
A-01 /018W 

085253 061700Z/50 

P 061505Z JUN78 
FM AMEMBASSY ACCRA 
TO AMEMBASSY NAIROBI PRIORITY 
INFO AMEMBASSY LUSAKA PRIORITY 
AMEMBASSY MONROVIA PRIORITY 
SECSTATE WASHDC PRIORITY 3953 

CONFIDENTIAL ACCRA 4559 

NAIROBI FOR RCO, LUSAKA FOR ATO ENGINEER/CRO, MONROVIA 
FOR ATO, DEPT FOR OC/PE FROM COMSPEC 

EO 11652: XGDS-3 
TAGS: AFAC, ASEC 

SUB J : LUSAKA-CCC POWER UPGRADE 

REFS: A. LUSAKA 1381 B. STATE 140371 

1 . CANNOT THINK OF ANY ELECTRICAL POWER REQUIREMENTS 
OTHER THAN THE TERP/OCR THAT ARE NOT CONTAINED IN THE 
DTS-IS-1 STANDARDS. 

2. ASSUME RCO, COMSPEC, OC/PE WILL HAVE OPPORTUNITY 
REVIEW THE PROJECT, SURVEY/DRAWINGS, BEFORE THE 
PROJECT IS FINALIZED. SMITH 


CONFIDENTIAL 
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